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INDEX 


Month: Page 


Absolute temperature 


THOT Os te iia ane cement wi y 
Aeronautical equipment, study Feb: 
Air conditioning 


bacterial content, cape Mar: 


developments.. Jan: 

Aircraft power supply (See 
Power Systems, aircraft) 

Aluminum, electric equipment Jan: 


Analyzer 


a-c network, applications... Sept: 
gas, thermal conductivity... Oct: 
Appliances, developments.... Jan: 


Application engineering, study Feb: 


Atomic power, developments. Jan: 
Bacterial content of air, sam- 
POU O eee Mie name at cee. Mar 
Brazing): fabrication -by...>.%..... May 
Brushes: carbon, -study.ec 6.24 3 Feb 
Bushings, transformer. . Aug 
Cables,,developments..........: Jan: 
. Calculator, root-mean-square. June: 
Capacitors 
CONntrol automatic se. 0. F3.2 Mar 
developments... Jan: 
progress in study.. Feb 


Carrier current, developments. Jan: 
Chemicakbindustries.. 02.0 


Circuit analysis, study. ......% Feb 
Circuit proteeuon 
aircraft. ee ee hee SAIS 
«progress in study Spee ae wee Feb: 
- Clothing, electrically heated.. Feb 
Construction machinery..... an: 
Containers, shipping, tests... Aug 
Control 
developments... .... ma ty 3%. Jan: 
load-ratio, effects on  per- 
formance characteristics... Nov: 
load-ratio equipment for 
Unit cubstanons. +. 2. i.e Nov 
progressmn study.........:. Feb 
EhiyeimOsbrOle oii t 2 May 
thyratron, grid.. ae: Sept 
vacuum, high, electronic. June 
wire- winding 916 66 ge eee May 
Co-ordinates, log-log 
VStamioMiMeviC wae: so... Suly 
Copper-beryllium, crystal 
Omlentavionees 2. <s.. . Aug: 
COrelOssen ee eet . Dec: 
Pe orrosion, grease, aspects..:. Oct: 
ae = stal, x-ray orientation.... Aug 
. touts, fuse, developments... Jan: 


Demagnetization, cooling by.. May: 


Design engineering, study.... Feb: 

Developments, 1945, electrical 
and allied 

Diffusing media, 
IStICSE 


Jan: 


Oct: 


e104, 01,03 102.0. 10 O01. 0) ene 0) Le ee 


character- 


Distribution eo aircraft . Aug: 


Dynamometers, cradled... <i m Mar: 
Electronic 
radar, developments....... Jan 
developmentemgyee 1. -— Jan 
progress in study. ia ees Sani Feb 
Energy 
nuclear ieee See Dec 
- spectral. a. eso re Nov 
Epstein test, modified... em. Dec 
Farming, electric eT Uuene Jan 
Fernico. Bes are Dec 
Fluorescent lam LDS. BiG oan eae Feb 
Bormex fine wires... eae Nov 
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aed 


32 


8 
66 


29 
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SUBJECTS 


Month: Page 
Gage 
1One tor leh vacuum . 472% June:38 
vacuum, thermocouple..... May:42 
Gas 
analysis, methods (... e.eisce Oct: 20 
Gears, cradled. ; Mar: 20 
Generating equipment. Jan: 12 
Generators 
progress in study... Feb: 30, Feb: 52 
Feb: 30 
sine-wave, deviation factor 
vs output. Mar: 60 
Ground-fault current and volt- 
ages on transmission sys- 
tems. 2 se Apres 9 
-Ground-fault neutralizer 
applications. iad whe He OO Ob AO 
establishment on electric 
POW ET SYSTEMS. J.00.. 2, Octi 37 
PerLOrMAance ay)... cs eee Sept: 14 
Habit plane; crystal orienta- 
tion. . anAUg +28 
Heat, liquid helium, effects. . July: 44 
Heating 
developments. iste lame 28 
transformer testsso eu N oe. July: 30 
Helium, liquid, properties.... July: 42 
High Lights and Side Lights 
(See High Lights and Side 
Lights index.) 
High vacuum, ion gage...... June:39 
Hydraulic presses from weld- 
ing test sacks. oo ot RULE ed, 
Hysteresis, superconductor. . . June: 24 
Ideal gas, temperature scale.. Aug: 20 
Illumination (See Lighting) 
Indicator, standing-wave..... vept: 43 
Instruments (See Meters and 
Instruments) 
Insulating film, ees re- 
moval. = Lea adhe 8 
Insulating materials | 
paper, progress in study.... Feb: 10 
DEOSPESS AN ESbUC Ye iias sso. Feb: 11 
Lamps 
fluorescent, instant-starting Feb: 37 
Special purpose.c. ati Oct 10 
Library Section 
Jan: 80, Feb: 79, Mar: -73, Apr: 68: 
May: 67, June: 65, July: 62, Aue: 62: 
Sept: 58, Oct::63; Nov: 63, Dec: 66 
Lighting 
developments... wmpatises 62 
progress in study... Beeb 257 
systems, industrial plants. Mar: 28 
Lightning arresters. ie . Jan: 20 
Links, fuse, developments. . ofan: 19 
Load-ratio control equipment, 
fOr init substations: <2 =a. Nov: 8 
Locomotives, developments... Jan: 42 
Lubricants, progress in study.. Feb: 17 
Lumber, electric equipment... Jan: 34 
Machine-tool drives and con- 
trol, developments. Jan: 34 
Magnetic field, effect on tem- 
perature. . June:22 
Manufacturing, study. Lacwon ene Feb: 26 
Marine equipment . Jan: 41 
Materials 
engineer ane: BroEe ess in 
study.. a eo Ole 2) 
Measur ements / 
attenuation. oe sept: 45 
complex impedance. . Sept: 45 


Menth: Page 
cone WOss. sa°. Dec.39 
permeability... ¥ Mente DCCI89 
power flow, net ow sept: 45 
PEOQTESS 1M StuUd Vee ge Feb: 388 
standing-wave ratio. Sept: 44 
visible light. Nov: 42 

Measuring equipment, methods Jan: 46 
Mechanical engineering, study Feb: 25 
Metallurgy, progress in study. Feb: 13 
Meters and Instruments 

bearing friction. July: 3 

cloud-range meter....:.... Apr: 46 

developments.. Jan: 48 

light-beam, wattmeter and 

flux voltmeter. Dec: 41 
puncture tester. ee AO sO 

rms voltmeter and ammeter Dec: 42 

transformers, potential..... Bugs 8 
Microwave 

intensity meter. sept: 9 

OSCiltatorey Per S51 i oe nept:' 8 

waveguide. . ESR sept: 10 
Mining, electric. equipment. Jan: 33 
Motor eden investment 

cost. ish eReT Me CEN Nov: 35 
Motors. 

progress in study...Feb: 30, Feb: 52 

developments 7 0.20 )..tssce. Jan: 24 
Neutralene gas, production... Nov: 21 
New Products (See New Prod- 

ucts index) 

Oil temperature, rise in trans- 

LOLIMERS 30,0 Sees a ae: salty: 36 
Oxleersiicone wach ce Nov: 14, Dec: 28 
Ozone production by low- 

PLessure: Mercury ‘arcst tor Nr 200 
Paper 

electric-equipment..ti2%... Jan: 34 
Paramagnetic properties, low 

temperature. . 23 sauce, Nba sh 
Petroleum, electric equipment ans, ao2 
Phase reversal from single- 

phase load.. ce NOV OO 
Phosphors, progress i in study... Feb: 19 
Photocells. . 2 NDT 
Pivots, instrument, friction in. July: 
Plastics 

developments.... > Jano) 

progress in study..... Feb: 9 
Power 

distribution, study. Feb: 48 

generation, developments. ane tl 
Power systems 

aircraft, d-c 

Mar: 51, May: 46, June: 46, Aug: 41 

aircraft, progress in study.. Feb: 46 

iIndustrialiplantwxs28, sms Mar: 28 

DLrOSTress im StUG yu, os one Feb: 45 
Precipitation, electrostatic...: Feb: 37 
Protection, bus,airctatts...c5. Aug: 46 

<-Pfotective devices, study 1. Feb: 33 
Puncture resistance. Aug: 39 
Quality control, insulating 

Varnish 2.80 ss ee ee ee 
Radar, developments........ Jan: 54 
Radiation 

solar. : .. Nov: 40 

transmission and reflection 

by diffusing medium..... Octie46 
Radioactive by-products, ae 

plications. Bee: 7 
Recorder, machine- tem per: a- 

CUTE i its ice ee he Sept: 30 


INDEX TO NEW PRODUCTS (Cont'd) 


Month: Page ~ 


Cloth 
flexible... es May:63 
laminated’: 22) eee June:57 
Clutch, automatic safety..... Sept: 53 
Coating 
plastiCy:. sin ise saree Mar: 70 
PrObeCliVe . 4 vines ee Apr: 62 
Coil 
form; tunablessi2 jt. se Oct: 57 
WPHIATULGs foe dieeesetes o July: 58 
with flexible leads... . . May:63 
Collector, dust. . Apr: 62 
Comparators, lead. . Aug: 56 
Compound, stripping . Pe Lieder hae te Oct: 58 
Condensers 
molded tubular: 43 sats June:58 
radio variable. . June:60 
Connectors 
electric™:..2 5. May:63 
multiple- lcontact: (een Aug: 55 
OVELD CAG aired a Os Ocg71o/ 
split-bolt......4.-..43 07: June:57 
WAT fee o eeaeernee ne July: 55 
Contacts, electrical........-- Feb: 76 
Contactor, reversing.....---- Janes/6 
Control device, eleChriC ws aie Oct: 58 
Control, street lighting....... Feb: 74 
Controller 
process cycle.... eee bame cle 
pyrometer oe elite as May:61 
Conveyor ce . May:61 
Cord; sleeving. 2.52.2. a: Dec: 60 
Cutter; milling. 5 oes Mar: 70 
Darkroom, portable.......-- Oct: 57 
Demagnetizer.....50-++-+-:> Feb: 74 
Diaphragm... 25... July: 56 
Dispenser, compound. . July: 56 
Dryer pritth te ee May:61 
Dynamometers: 25-2: May:63 
Electrodes...) 2 «July: 55, sept: 66 
Electrode holder, carbon..... Feb: 74 
Electronic 
rivet sorter. - Keb:276 
counter. <-: fo Nar OS 
Electroplating control table... Oct: 57 
Elevator, bucket. dete _ Sept 54 
Ftcheérs 6 oie | es aa ee Nov: 60 
Fan, ventilating.......+---+:> Sept: 56 
Fastener acon oleees epee Aug: 56 
Pilemsdisk i232 Sept: 56 
Filter 
Satine Mone eo a mecr Ue 
CAIN CLA sae ee eee . May:59 
interference......-. May 61, Aug: 55 
Blowemebet cc. Se 3s et ee es May:61 
Flux for aluminum.......--- June: 57 
FPRHixKmMeter 326 secon ce Sere coae Feb: 76 
Forms, molded coil.....-.--- May:63 
Freezer, home......May: 63, Nov: 57 
Frequency Computers. . 04... Dec: 58 
sana electric melting..... July: 56 
Es 
eioht lo  ge - l May: 59 
W@iudsen.....---..--->--- jan: 226 
pipe.. . Dec: 60 
pressure, ‘mechanical . Ce eaee Dec: 60 
thickmeds....--- +--+ 22s Apr: 62 
Generator 
induction heating. Sept: 54 
r-f. signal... 6. -- & -- ee eb: 74 
signal...... . =e cm me Aug: 55 
Gees safety . . May:61 
Grading machine, ball! . Oct, 57. 
Gun, metalling... 3. Feb: 76 
Hammers, all-metal. Feb: 74 
Heater, induction. ... . Nov: 58 
Héating unit, portable. Cae Sept: 53 
Hook, safety. May:61 
(ercion trouble-finder....... Nov: 57 
VWluminators. . ae i Apis O2 
Indicator 
braking-action........-+-- Nov: 58 
Bsed-times... +. ++» see Sept: 56 


Month: Page 


NeON..... +220 0s eer Dec: 61 
radio-reception” >. ume June:61- 
strain-gage. .. 2. an July: 55 
tension... June: 57 
voltage and test- lamp. Stee Oct: 58 
Insect’ killer’. ee July: 56 
Inserts, gripping. .--:.-.-- 7 uyenoe 
Instrument 
flow-rate measuring. ...--- Aug: 55 
foundation. June: 58 
Insulators, brush- stud. Aug: 55 
Intercommunication system . DCs 00 
Lamps 
LE Se Ne age a A NA aes, cae ae aera Sept: 56 
holder “(Circline. i... c-seas por July: 56 
joptkoyualbbed iGo ssa crmges Crt Oe cnn Mar: 70 
ELLIS CLALOT, 5: ieca eect Apr, 62 
Load-handling device... ...:.%.- Jans Ge 
Machine 
center Grilling rs ...: “Dec: 61 
CO il swat Gece cc pes eee eons Mar: 68 
drilling. June: 60 
spot- welding. a Se eR GCN ENE Mar: 68 
Wiaetletin: cusses. sinenis ores Mar: 68 
Meter : 
EE NUISSAyER AL an Ry GPa Jan: 74. 
radioactivity . Feb: 74 
soil-moisture. Sept: 54 
watt-demand. ee May:63 
Micrometers, electronic eeeR Gy Sept: 53 
Micro-Miker. oe NOV 
Microphone : 
lip.. . May: 59 
tdiecional : . Mar: 68 
Milliammeter, volt- ‘Ohm Jans 76 
Motote.. (2 ene a ye _. June: 60, Aug: 55 
tine: cee ee. eee ov: 08 
Mountings 
flexi pletant ti tenis ie Mar: 70 
cubber for machinery.~....- Jans. 74 
Movie projector. ; June: 58 
Multibreaker . aDiecs: OL 
Multitester, pocket. Cre pee Feb: 76 
Nozzle, fire-fighting... . Nov: 60 
Paint, industrial . - Nov: 60 
Pencil, mechanical . Mar: 70 
Plastic. . Feb: 76 
Potentiometers, linear. May:63 
Power-factor correction....... June: 57 
Power pack. . May: 59 
Power supply, ‘dual.. Sept: 56 
Power-tool kit, electric... Sick Oct:-58 
POWermumit- oo ee Dec: 62 
Pressurizer, automatic....... May:99 
Probe 
high-frequency......- June: 60 
-  padioactivaty,.. Wee: 60 
Projector, motion picture.... 
Mar: 68, Sept: 53 
Pumps, self- pone Sete June: 57 
Punching unit. Feb: 74 
Pyrometer 
electronic potentiometer. . . Aug: 5d 
dieselengine..5 ee Sept: 56 
ot prp eater ema eee Gece 2 Oct 00 
Quantomeéter.. 3 Mar: 68 
Quartz, crystal....... jan: 74, Pep. (4 
Radiohm, miniature.......-- Nov: 58 
Radio, portable OE nee eee June: 61 
Recorder-controller..... July: 55 
Recorder 
fORVZCN.... Apr: 62 
solubridge.. Aug: 56 
Rectifier 
plates, selenium.........-. Oct: 58 
porm@ole......-. . Nov: 60 
selenium . Aug: 56 
Reducers, speed.. Sept: 56 
Regulator, voltage. Dec? 08 
Relays 
heavy-duty,.... May: 59 
OUKGMe a1 = 5), re July: 56 
DOWEW. .- - they eee Apr: 64 
Aah Sa cy ero Nov: 58 


resonant 


Resistor sas 


water-cool 
Rheostat, slide-cont 
Rolls for strip mills.... 


Scaler, impulse] >) 3 
Screen, projection... «ssa 
Screw driver. . 02). nn 
Scribing plate 7.2) samen 
Sealnut ooo 0. 3 0 ee 
Selector, copper Wire. . 
Slide rule 
decipoint..... 
plastic 
Socket contact 
Solder 4 cee ee 
Stroboscope 
portable. . 
strobo- light. . 
Switches 
frequency-controller 
high-speed. . 
miniature 
safety 
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hand 
panel 
overspeed 
switchboard 
Tank, seysthote ieele oe eneiea sayin 
Tape 
insulating 
magnetic recording 
Terminal block... 
Terminals, hermetic......... 
Tester 
electronic. cre 
industrial circuit; i ey Oe 
gear 
lab OravOBy. itu sas kero 
materials... 
temperature 
tubes. aes: 
Test set 
Test table 
Thermometer 
Timer 
PROCESS 70S. 
range 
Tire carrier 
Tool 
ATMON TOG 6s hes ees 
cable installing. . 
dcbuni@e 
hand-bending 
hole-cutting 
pPmneumMatiC.... 152 8... . 
felaue(sevObbaleeen wens piacere ch Sc 
Tramrail system 
Transformers 
Trimmer, ceramic 
Troller, electric. ... 
Tubes 
diffraction:...2% 682. ee 
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transmitting. ie 
Tubing 

insulating 

plastic.. Sseeiesia 
Turret for lathes. 
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Valves 
high-vacuum ee 
hydraulics... a. i 
MiCLOMeCtCE Se 

Vibrator inverter 

Voltmeters... 


Waveguides, flexible 
Welder... 3 

Welder, portable spot. 
Wire, aircraft.. , 
Wire-stripper kit. 
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Month: Page 
Rectifiers 

GEVElOMIMENES eke Jans 19 

thyratron, regulation...... sept: 23 
Reflection by a diffusing me- 

GUNBUA «Sco Soe 6 GOR Oct: 46 
Refrigeration, developments.. Jan: 67 
Regulation, voltage, three- 

DMESOs 6 bo Pa ee Dec: 47 
Research 

GEVElOPMENtS oo jane 7.0 

lamipreapplication ... ..... Oct=.-S 


Resistivity as thermal measure e Aug: 23 
Rotating machine, primitive.. Mar: 43 
Rubber, electric equipment. . . Jans 233 


Scales, temperature.......... Aug: 18 
Short circuits in aircraft sys- 
COINS acs cies 5 WOES s. Pesete cote June:46 
Silicone oils 
condensation-pump........ Dec: 32 
constitution, formulas....°. Nov: 14 
damping sctese ees ars Dec: 28 
lubricantioa rs eee eee Dec: 31 
PIOPERUIES s.r Nov: 24; Dec: 31 
developments i.e os jane GL 
progress.in ‘studyinw. <3. 2). Feb: 11 
Sine-wave generators, devia- 
tion-factor vs output 2.0." Mar: 60 
Solarium, artificial sunshine.. Nov: 40 
Solvents for insulation film... June: 8 
Standing-wave indicator..... Sept: 438 


Stations, steam-electric, study Feb: 47 
Steel-mill, electric equipment. Jan: 29 


Stockrooms, self-service...... July: 25 
Substation, package 45.25... Dec: 10 
Air-researchirnp een ane ore July: 50 
Aluminum: “carining, 5 232% Vans 2 
Aluminum coated tube....... June: 54 


Atomic power applications... July: 53 


Betratron for university..... June: 54 
Blackgivehtmersiy ris eto ces Nov: 55. 
Cargo-winch control system.. Dec: 55 
Centennial, Van Depoele..... Aug: 53 
Clock-timer, household:.’.... Dec: 58 
Coal‘car equipment... 32.25. Rebs: 
Colorimeter, photoelectric ... June: 56 
OOM pUber Valse 65 Meee eeeese June: 55 
Conversion to 60 cycles ay ozs ae Sept: 50 
Cooling system in motors.... Aug: 50 
Copper MaMa it eee nies July: 52 
Covers, electrically heated.... Aug: 50 
Dri Palaces ee cer Aug: 50 
Dynamometer-truck......... Dec: 55 
Electron:accelerators... 2.5 s!4); July: 50 
Hlectromic.conteol i221 .a es Feb: 72 
Electronic newspaper........ vept: 49 
Electronic soap dispenser..... Aug: 50 
Electronic-tube testing cham- 

[OVS oe Rar een a terete Dec: 54 
Emulsion, photographic...... Apr = .60 
HNeine, turbO=]ebr 26k ies. 3s Bebe 77 
Acoustical chamber..... . June:58 
Ain-CONGItIONING Unit. ..... 2% Nov: 57 
Air-powered arbor presses.... Dec: 62 
Alloys 

MOM eG CMSLU Vie ok ee wk July: 55 

SIRVeEDRAZING Roi a. ss Sept: 54 

Hla Keobha\ezs 5 eee Nov: 60 
IATTMMCCETSH sla wh wins 1. Re sept: 56 


Amplifiers.. May: 58, July: 58, Dec: 58 


Antennas... 3s: am: 


May: 63:.Dec: 61 


Attenuator, tone-compensating Dec: 58 


INDEX TO SUBJECTS (Cont'd) 


Month: Page 
Substations, unitdevelopments Jan: 18 
load-ratio control equipment Nov: 8 


progressan study. i Feb: 50 
Subtransmission system...... Dec: 11 
Sunshine artificial. oi. NOVs 40 
DUNS POS vege cline sats og Sica Nov: 41 
puperconductivitywrs cates June:19 
Switchgear, developments.... Jan: 16 | 
Temperature 

control, electronic......... Dec: 238 

measurement ior ooh ole Aes tS 
Temperature rise 

CAblese sisi. 0 ae ae eoojuly 230 

transformerss 210.6 May: a1. July: 30 
Tests 

equipment and methods, de- . 

velopments..... . Jan: 46 

permeability and core-loss.. Dec: 39 

puncture; containers:. 2). =. Aug: 36 
Textile, electric equipment... Jan: 34 
Thermocouples 

Gharactemsticsn, - ices «deca Nov: 50 

yacuum-cage eal ae May:42 
Thermodynamic scale, abso- 

lute-temperature.. io... 6. Aug: 20 
Thermometers 

es Resistance. i. Aug: 22 

BG te es ea es Aug: 19 
Thy- mo- rel 

control for d-c’ motors... oept: 18 

rectitier' regulation:..2 327." sept: 23 


Trade Literature 
Jan: 79, Feb: 78, Mar: (ale pr: 67, 
May: 64, June: 62, lye: 59, Aug: 59, 
Sept: 57, Oct: 62, Nov: 62, Dec: 65 


HIGH LIGHTS AND SIDE LIGHTS 


Floodlight, sports. teen. June: 56 
Fluorescent lamps in UN coun- 

(Crd Gin ste ee se roti Re ate Dec: 54 
Gas turbine temperature..... May:57 
Generator 

Dnteper, Danie ws ek ue ane, « Oct: 54 

DV eR eevee Were nanC w ea areae Sept: 48 
Guided missiles research..... Nov: 55 


Hearing aids, waterproofing... May:57 


MO ay ACU: 5.1, enc eas diepobpere” 
liiumination system: i... Dec.2b7 
Instrument, steel rolling. .... Jan: 72 
Beale cetector 2 ii ie a OCT 00 
lieht, nuorescent.; .4...3...0-. 2, Mar 366 
Henonp ieee ie voile otha Goa. May: 56 
Pightnine recorder. 0s. 0 0°. umeod 
WOCAUOr PEODE 6 6c iiiis.- oie oes Oct: 54 
Bocomotive.-electric oi... te Janie 


Machine, electronic canteen.. Feb: 71 


INIFISTI CES icky hoe ce ace SUS ares June: 55 
Metals fatigue-testing machine Oct: 54 
Microwave equipment....... July: 50 
IWEMES WCC DINO. rio. Me eee Febs.72 
Moisture detector: . isc... 5: Jano 
Molded parts, circuit-breaker.. Sept: 49 
MOCORS Re gnarl ys es Dec: o@ 


NEW PRODUCTS - 


Balancer, electronic wheel.... Sept: 53 
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